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SUBJECT: JERUSALEM REPORT ON WARNING INSTALLATIONS IN SINAI 

1. FOLLOWING IS TEXT OF JUNE 30 JERUSALEM DOMESTIC 
SERVICES BROADCAST IN HEBREW: 

BEGIN TEXT: 

OUR PARLIAMENTARY CORRESPONDENT, JONA ENGEL, HAS LEARNED 
THAT THE UNITED STATES PROPOSES AMONG OTHER THINGS, THAT 
WITHIN THE FRAMEWORK OF AN INTERIM AGREEMENT, THIRD 
PARTY REPRESENTATIVES MAN THE WARNING INSTALLATIONS IN 
THE SINAI PASSES-BOTH EGYPT'S AND ISRAEL'S. OUR 
CORRESPONDENT SAYS THAT EGYPT'S POSITION IN REGARD TO 
THIS PROPOSAL IS NOT CLEAR YET. 

IN MARCH, DURING THE PREVIOUS ATTEMPT TO ACHIEVE AN 
INTERIM SETTLEMENT, THE EGYPTIANS REJECTED OUT OF HAND 
ANY POSSIBILITY THAT AN ISRAELI WARNING INSTALLATION 
WOULD OPERATE FROM WITHIN TERRITORY WHICH WOULD BE 
RETURNED TO EGYPT. 

END OF TEXT. INGERSOLL 
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